STATUTES AT LARGE

Sec. 70. Restaurant Inspection.-The manager, chief or other person
in charge of any railway restaurant or lunch room shall be responsible
for compliance with all regulations pertaining thereto, and he shall make
an inspection of the premises daily for the purpose of maintaining-a rig-
orous cleanliness in all parts thereof.
Sec. 71. Station Inspection.-The agent, manager or other person in
charge of any railway station shall be responsible for compliance with
all regulations pertaining thereto, and he shall make, or have made by a
responsible person reporting to him, frequent inspections of the premises
for the purpose of maintaining a rigorous compliance with all such regu-
lations.
Sec. 72. Examination of Food Handlers.-No person shall serve as a
cook, waiter, or in any other capacity in the preparation or serving of
food in a railway restaurant or lunch room who is known or suspected
to have any dangerous communicable disease. All persons employed for
such service shall undergo a physical examination by a competent physi-
cian before being assigned to service, and before returning to work after
any disabling illness, and at such other times during their service as may
be necessary to determine their freedom from such diseases, and shall be
immediately relieved from service if found to be so afflicted.
(All railway stations are required to keep in a conspicuous place in
waiting rooms a printed copy of the above regulations.)
F. Construction Camps.
Sec. 73. Definition.-For the purposes of these regulations railway
construction camps shall be considered to include all camps and similar
places of temporary abode, including those on wheels, established by or
for the care of working forces engaged in the construction, repair, or
alterations of railway properties or parts thereof: Provided, That camps
which are occupied by less than five people, or camps which are estab-
lished to meet emergency conditions and are not occupied longer than
five days, shall not be included, except that Section 90 of these regula-
tions shall apply to them.
Sec. 74. General.-All camps shall be so located and so maintained
as to be conducive to the health of their occupants, and not to endanger
the health of the public; and all tents, houses, stables, or other structures
therein shall be kept in a reasonably clean and sanitary condition at all
times.
Sec. 75. Location.-Camps, except those on wheels, should be located
on high, well-drained ground; any natural sink holes, pools or other
surface collections of water in the immediate vicinity should be drained
and filled when the camp is first established; and all such water not sub-
ject to complete drainage should have the surface oiled at intervals of
not more than seven days during the season of mosquito flight.
Sec. 76. Arrangement.-The general scheme of relations of the struc-
tures of a camp should be as follows: The kitchen should be located
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